Facilities 


Situated right in the central commercial and financial district of Singapore, 
Barclyne is at the in #27-17 International Plaza which is right above Tanjong 
Pagar MRT station 


Conveniently located in the heart of Singapore’s central business district, our 
campus puts students at the centre of this vibrant, global city’s bustling 
economy. With its international reputation for education excellence, world-class 
institutions, ease of getting around plus a “clean, green, safe” environment, 
Singapore offers an unmatched environment for students. 
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The College has 2 classrooms in Level 27 of International Plaza which is right 
above Tanjong Pagar MRT station. 


The table below shows the size and capacity for general classrooms. 


Classroom Name Classroom Size Classroom Capacity 
(in Sqm) 

B 15.3 10 

C 43 28 


College Amenities 


To make the college a conducive place for learning, we provide a campus with 
central air conditioning and a school-wide wireless broadband internet access 
environment. 


Facilities and Amenities 
Photocopier and Printer Machines 


e IT Facilities - have access to the internet via the school-wide wireless 
broadband. 

e MCTS provide membership to use the building facilities e.g. badminton 
court, Gym room etc. the membership is payable. 


